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MINISTRY OF RAILWAYS 
(Railway Board) 

NOTIFICATION 
New Delhi, the 2nd June, 2006 
Policy Circular No. RBEL-4/2003 

[AMENDMENT No. 2 to Notification of the Government of India (Ministry of Railways) issued vide letter No. 2003/ 
Elect(G)/110/l dated 17th December, 2003 and published as Item No. 1124 on 17th December, 2003 in the Gazette of 
India (Extraordinary)] 

S. 0.850 (E).—In exercise of the powers conferred by Section 162 of the Electricity Act, 2003, the appropriate 
Government hereby makes the following amendments to the Notification of the Government of India (Ministry of Railways) 
issued vide letter No. 2003/Eiect(G)/110/l dated 17th December, 2003 and published as item No. 1124 on 17th December, 
2003 in Gazette of India, Extraordinary, Part II, Section 3, Sub-section (ii):— 

(1) Replace “Chief Electrical Engineer, Northern Railway” under S.No. 6 ofthe said Notification by “Chief Electrical 
Distribution Engineer. Northern Railway.” 

(2) Replace “Chief Electrical Distribution Engineer, South-Eastern Railway” under S.No. 13 of the said Notification 
by “Chief Electrical Engineer, South-Eastern Railway.” 

[No. 2003/Elect. (G)/110/l] 
J. S. P. SINGH, Executive Director [Electrical Engg.(G)] 
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